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THE SECTIONS 

NEW TOBK 

The second 1915-1916 meeting of the New York Section was 
held at the Manhattan Hotel, New York City, December 15, 1915. 
Luncheon was served at 1 p.m., ninety members and guests being 
present. The topic for discussion was " Filter Troubles, " and papers 
were read by Mr. G. R. Spaulding, "Effect of Solutions of Filter 
Alum on Brass Pipe and Fittings;" Mr. Albert Tolson and Mr. S. M. 
Van Loan "Filter Operation;" Mr. Frank E. Hale "Iron Removal 
by Rapid Sand Filtration;" Mr. G. E. Willcomb, "Resanding 
Problems at Albany;" Mr. F. W. Green, "Situation at Little Falls, 
New Jersey. " 

The third meeting was held at Manhattan Hotel, New York, 
February 16, 1916. After the luncheon Mr. Nicholas S. Hill Jr., 
President of the American Water Works Association addressed the 
meeting, urging greater activity by the members of the section in 
securing new members for the Association. The term of office of 
Director Mr. J. Waldo Smith having ended with this meeting, Mr. 
William W. Brush, Deputy Chief Engineer, Department of Water 
Supply, Gas and Electricity, New York City, was elected to fiU the 
vacancy. The following papers, illustrated by lantern slides, were 
then presented: "City Tunnel of the Catskill Aqueduct" by Mr. 
Walter E. Spear; "The Determination of the Value of Fire Pro- 
tection Offered by the Queens County Water Company" by Mr. 
Joseph Goodman; "Improvement of the Water Supply of St. Johns, 
Newfoundland," by Mr. Francis F. Longley. 

4 State Section 

The organization meeting was held at the Bellevue-Stratford 
Hotel, Philadelphia, January 18, 1916. A constitution was adopted 
to be submitted to the Executive Committee of the American Water 
Works Association. Officers were elected as follows: President, 
Mr. Carleton E. Davis, Chief Engineer, Philadelphia Water De- 
partment; Vice Presidents, Mr. E. M. Hoopes, Superintendent 
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Wilmington (Delaware) Water Department, Mr. A. M. Quick, 
Consulting Engineer, Baltimore, Md., and Mr. L. Van Gilder, 
Consulting Engineer, Atlantic City, N. J.; Secretary-Treasurer 
Mr. C. R. Wood, Assistant Treasurer Millville Water Company, 
400 Chestnut St., Philadelphia, Pa.; Executive Committee, Mr. J. W. 
Ledoux, Chief Engineer, American Pipe and Construction CompM^,' 
Mr. N. E. Bartlett, Director, Natrona Water Company, Mr. W. H. 
Boardman, Consulting Engineer, Philadelphia, Mr. John C. Trau- 
twine, Jr., Consulting Engineer, Philadelphia, Mr. H. D. Brown, 
President Williamsport (Pennsylvania) Water Company). 

Mr. E. W. Cattell and Mr. Nicholas S. Hill Jr., addressed the 
meeting. Mr. Hill's talk was on the effect of the Sections on the 
American Water Works Association. A letter from Mr. George G. 
Earl, past president of the Association, was read. Mr. James T. B. 
Bowles read a paper on "Tropical Water Supplies, With Special 
Reference to The Canal Zone and Vera Cruz, Mexico." Mr. 
John C. Trautwine delivered an address on "Boundaries," advocat- 
ing watershed subdivisions of the coimtry, rather than politically, 
or by straight lines. Mr. John D. Kilpatrick spoke on "prepared- 
ness;" his speech failed to pass the Censor, though it afforded the 
members present much joy. 

ILLINOIS 

The third meeting of the Illinois Section was held jointly with the 
Illinois Society of Engineers and Surveyors, at the University of 
Illinois, Urbana, January 25-27, 1916. The first day of the meeting 
was "Water Works Day, "and was devoted to papers, and discussions 
on water works subjects, by members of the section. 

On the evening of January 26 the annual dinner of the two or- 
ganizations was held at the Beardsley Hotel. An illustrated lectiire 
entitled "Engineering Features of the United States Reclamation 
Service" was given by Prof. F. H. Newell of the University of 
Illinois, formerly Director of the Reclamation Service. 

President of the Section, Mr. W. J. Spaulding delivered an ad- 
dress at the opening of the section meeting. The following papers 
were then read: "Bacteria m Deep Wells," F. W. Tanner; "Water 
Supply on Lake Vessels (illustrated), H. P. Letton; "Tjrphoid 
Fever Epidemic Resulting from the Use of a Polluted Water Sup- 
ply at Old Salem Chautauqua," H. F. Ferguson; "Further Develop- 
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ment of Iron Removal Plant and Storage," F. C. Amsbary; "Bubbly 
Creek Water Softening," C. A. Jennings; "Successful Water Soft- 
ening and What It Costs Hinsdale," C. B. Williams; "Calcium 
Hypochlorite and the War," W. F. Monfort; "Operatmg Results at 
New Filtration Plant, Quincy," W. R. Gelston; "Flow of Water 
Through Submerged Short Pipe -Having Mouthpieces," F. B. 
Seeley; "Novel Details in Filter Construction at Alton," Paul 
Hansen; "Science and the Divining Rod," H. E. Babbitt; "Notes 
on Earth Dam Construction," G. C. Habermeyer; "Cost of Produc- 
ing Alum," C. P. Hoover; "The Use of Oil Engines for Pumping," 
C. R. Knowles. 

A number of manufacturers and supply firms made exhibits at 
the joint meeting. 

An invitation was extended by the city of Molin, Illinois, to hold 
the next meeting in that city, and the invitation was accepted, it 
being imderstood that the Iowa Section would hold their meeting at 
Davenport, across the river, at about the same time, so that the 
two sections could combine their work. 

The following officers were elected for the ensuing year: Chair- 
man, Paul Hansen, Engineer State Water Sm-vey, Urbana; Vice- 
Chairman, E. MacDonaLd, Superintendent Water and Light Com- 
pany, Lincoln; Treasurer, H. E. Keeler, President Rogers Park 
Water Company, Chicago; Trustee: W. E. Lautz, Manager Pekin 
Water Company, Pekin. Prof. Edward Bartow was reelected 
Secretary. 

The Trustees will consist of the above named and W. W. DeBerard, 
Western Editor, Engineering Record, Chicago, and F. C. Amsbary, 
Manager Champagne and Urbana Water Company. 

COMMITTEES 

Mr. Norman F. S. Russell, 1421 Chestnut Street, Philadelphia, 
has been appointed a member of the Committee on Revision of 
Standard Specifications for Cast Iron Pipe and Specials, in addition 
to the members of this committee already published. 

Mr. Charles R. Wood, Assistant Treasurer Millville, New Jer- 
sey, Water Company has been added to the Committee of Standard 
Specifications for Valves and Hydrants. 



